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TURNED LOOSE ON MAIN STREET 


By Henry Louis Siri 
(Reprint of W. and L. Bulletin of 
February 15, 1922) 

A DANGEROUS GIFT 

During my boyhood I once saw a 
safe, dependable family horse left 
alone on Main Street with no hand 
on the reins. He first began to 
walk, then to run, and in a few 
minutes had endangered many lives, 
torn the carriage to pieces, and so 
injured himself that he had to be 
shot. Liberty is like fire; under 
wise control an incalculable bless- 
ing, uncontrolled, an appalling 
agent of destruction. In this case 
sudden freedom from accustomed 
control, with no preparation for its 
proper use, brought a useful career 
to a speedy and disastrous close. 
Liberty to the unprepared is always 
intoxicating, often fatal. 

OUR SUICIDAL FOLLY 

Every year a hundred thousand 
boys are suddenly “turned loose” 
on the swarming Main Street of 
American college life. Most of 
them have never taken a step with- 
out feeling the pressure of the 
reins. In the “well-managed” home 
the careful parents get the boy out 
of bed, see that he is properly 
dressed, send him to school on time, 
control his visits downtown or to 
the picture-show, make him study 
every night, and see to it that he 
doesn’t omit church or Sunday 
School. 

In the boarding-school, especially 
of the military type, the pressure of 
the reins is even more constant and 
compelling. Every waking hour is 
goveried, every act under compul- 
sion. The more nearly the individ- 
uals become passive cogs on the 
wheels of a resistless and smooth- 
running machine, the more perfect 
the “‘training”’ is supposed to be. 

Meanwhile, to save trouble and 
protect themselves from criticism, 


the colleges insist on the fiction that 
these unprepared products of such 
a system are “college men,” and in 
nine cases out of ten do not even 
profess to hold the reins. 

THE SLAUGHTER OF THE 

INNOCENTS 

It is no wonder, therefore, that 
when these three hundred thousand 
young colts find themselves next 
September “turned loose on Main 
Street,” thousands of them will run 
wild, smash their college course to 
smithereens, and be “shot” by the 
college authorities or by the home- 
folks before the first year of their 
great adventure is over. 

Incredible as it may seem, some 
colleges seem proud of their fail- 
ures, and point to their piles of 
corpses as evidence of their “high 
standards.” That each represents a 
wrecked college career and a sor- 
rowing home seems never to occur 
to them, It is very hard and very 
troublesome to train such raw colts 
to a proper use of freedom. It is 
so much easier and such an armor 
against criticism to lay the respon- 
sibility entirely on the colts, shoot 
the runaways by the score, and call 
the whole murderous process a use- 
ful, necessary, and _ providential 
elimination of the unfit. 

So the slaughter of the innocents 
goes steadily on, the schools hold- 
ing the reins tighter, and the col- 
leges abandoning them more com- 
pletely, with every passing year, 
with such disastrous effect that of 
the hundred thousand hopeful as- 
pirants who begin their college 
training next September less than 
one in three will attain the desired 
college diploma. 


TO THE BOY PREPARING 
FOR COLLEGE 
You cannot reform these stupid 
methods, but you can, if you have 
enough brains and backbone, rec- 
ognize the danger and keep your- 


self out of the college graveyard. 

Let me give you here and now a 
four-question 
tion, worth more, I assure you, in 
testing your fitness for college than 
a ream of entrance certificates or a 
hatful of “Carnegie units.” 


THE ENTRANCE EXAMINA- 
TIONS 

Question 1. Are you man enough 
to get up promptly every morning, 
get to your meals and to school on 
time every day, and go to bed at a 
fixed hour every night, all of your 
own imitiative, without a word of 


entrance examina- 


reminder from anybody? 

Text your ability by making an 
arrangement with your parents that 
for a trial month you are to be left 
entirely to yourself in these matters, 
keeping a strict record of your 
“oversleeps,” “‘tardies,” etc. If you 
stand the test, continue the arrange- 
ment indefinitely in the joy of real 
manhood. If you fail, stay away 
from college till you are more of a 
man. You are not yet ‘‘ready.”’ 

Question 2. Are you man enough 
to go off by yourself every day and 
study all your lessons till you know 
them, without having any one tell 
you to get to work? 

At college nobody “makes” you 
study. If you haven't grit enough 
to do it of your own accord, you 
will soon be off Main Street in the 
college graveyard. Your excuses 
will seem flawless to you but, alas, 
not to your hard-hearted college 
executioners, who have a special 
thirst for the gore of brilliant ex- 
cuse-makers. If you cannot “pass” 
this part of the entrance-exam, 
therefore, save yourself by staying 
away from college till you are bet- 
ter prepared. 

Question 3. Are you man enough 
to carry loose change in your pocket 
without spending it? 

Childish lack of self-control in 

(Continued on Page Four) 
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Along Life’s Highway 


A short time ago fifteen or twenty young men 
church workers took their seats at a banquet board 
After the delightful 
dinner had been enjoyed by all present, the main busi- 


in one of our near-by cities. 


ness of the evening was taken up. This consisted of 
a discussion of some of the important questions of 
the times, one of which was this,—Concerning Self 
and Others. 


statement: it sounds too much like “Big I and little 


We do not like the verbal order of the 


you,” hence, we are going to recast it to read, Con- 
cerning Others and Self. 

Now, we are quite ready to admit that the old 
maxim, “Self-preservation is the first law of nature,” 
is a humanly sound law, but it is a law by which many | 
of us are too constantly swayed. As Christians, we 
should have in our code a higher law—the Law of 
Christ, which law, when truly understood and applied, 
is not at variance with human law, but in perfecting 
harmony with it, leading upward to man’s quest of 
happiness. 

A traveler went down from Jerusalem to Jericho. 
And travelers are still going down Jericho’s road, aj 
road that at times leads close by your doorways. Now, 
the question naturally arises—What are we doing with 
the travelers we find fallen by the wayside? Are we 
Or, then, are 
While there 
may have been in the heart of the priest and of the 


playing the part of priest and Levite? 
we proving to be a Good Samaritan? 


Levite some love for humanity, such was of a de- 
What the world needs to- 
day, and what it will in all probability need until the 


structive passive nature. 


return of Heaven’s Good Samaritan, is more of 
Christ’s activated love. 

Lazarus was hungry for the crumbs that fell from 
the Rich Man’s table, but Mr. Dives was too much 
interested in self to take notice of the poor fellow 
starving at the doorway of abundance. And too often 
there are within hailing distance of our own homes 
they that are actually starving for a few crumbs of 
friendly fellowship, and famishing for but a draught 
from the cup of human kindness. 

Since we are school boys, let us refer to the great 


and good Schoolmaster. Do we think often enough 


about how much of Christ’s life was spent in doing 
good? His was not a life of passive good-will and 
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Pal o’ My Heart 


Pal O’ My Heart, I’m needing you 
As guide on this far away strand; 

I’m needing the light of your eyes so true, 
I’m needing the touch of your hand. 


I’m needing the warmth of your sunny smile, 
The call of your voice to cheer, 

For lone is the trail each long, long mile 
When you, Pal O’ Mine, aren’t near. 


But, Pal O’ My Heart, though far from the trail 
We hiked in fair days that are sped, 
Not once shall-the love of my heart for you fail 


Till sun, moon and stars are all dead; 


For on my heart’s loom quite all the day long 
Love-threads of sure hope are respun: 

Again I shall hear the sweet lilt of your song 
When trails that are twain shall be one. 


—H. C. S. 


sympathy; it was a life constantly devoted to doing 
good by making people happy. J/aking people happy! 
Someone has truthfully said that the greatest thing a 
man can do for his Heavenly Father is to be kind to 
His children. 
happiness to othres: we must give them happiness. 


But, mark you, it is not enough to wish 


Our hearts may be running over with godlike sym- 
pathy, but, unless our sympathy be promptly and 
practically applied, our lives are far from being god- 
like. 

Prof. Henry Drummond, that “promoted knight 
of the Cross,” asked this question,—‘‘Why is it that 
we are not kinder than we are? How much,” he 
How easy it is to 
How 
How superabundantly 


added, “the world needs kindness. 
be kind. How instantaneously kindness acts. 
infalliably it is remembered. 
it pays itself back, for there is no debtor in the world 
so honorable, so superbly honorable as Love. ‘Love 
never faileth.’ 
Love is Life.” 


So much, then, for others. 


Love is success, Love is happiness, 


As for self, we become 
happy by making others happy, we become pure in 
heart by doing Christlike deeds, and “Blessed are the 


pure in heart—for they shall see God!” —H. F. 


A. M. A. Bayonet 
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Glee Club 


The Glee Club has at last gotten 
under way. What is needed how- 
ever, is a little more co-operation. 
It seems impossible to get the need- 
co-operation from the cadet 
corps. Meetings are called at least 
once a week and when possible 
twice a week. There have been sev- 
eral interruptions due to basketball 
games, swimming meets, etc. 

So far several numbers are well 
under way. The best one being 
“Fly Away Kentucky Babe,” which 
contains some excellent harmony. 
Among other numbers are: “Old 
Man Noah,” “The Recessional,” 
“Doan Ya Cry, Ma Honey,” and 
last but not least is “His Name Was 
Alexander.” Really all the meet- 
ings of the Club are a diversion. 
Strange to say also many of the 
best singers are those who have 
never sung before in choral work. 

Several trips are anticipated, to 
Mary Baldwin College, Stuart Hall, 
church entertainments in Staunton 
and Waynesboro and Harrisonburg. 
If you have been envying the trips 
taken by the athletic teams, here is 
your opportunity to get several 
yourself. You must, however, be 
regular in your attendance. Parts 
are really not difficult to learn. One 
of our best singers is a boy who 


ed 
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never before read music. If he 
can do it, so can you. Come out 
Sunday night right after Y. M. C. 
A. 
out and spend an hour with us. 
Glee Clubs are the best advertise- 
ment to any school. Duke Univer- 
sity Glee Club is making a tour of 
Europe this summer. It must pay 
the school to pay the expense of 
this trip or they would not go. It 
will be more expensive than any 
football, baseball, or track event 
ever undertaken at that school. 
What is more,— glee clubs are the 
most universally popular organiza- 
tions in the country; certain classes 
will go to see a baseball game, an- 
other class will go to see a football 
game; still another group will go to 
see Jack Sharkey compete for the 
heavy weight championship title; 
but everybody goes to hear a glee 
club. There is something to glee 
club harmony that captivates the 
attention,—ah, the very soul of the 
listener. A glee club could sing the 
same number at ten successive per- 
formances and that same number 
will still be popular. Therefore if 
this glee club gets under way 
through your co-operation then it 
shall be in big demand. If you don’t 
believe it, COME AND SEE. 
Come out and find out who our 
“Silver-Masked Tenor” is; find 
out who it is who sings like a “St. 
James Choir Boy” and yet couldn’t 
read a note. Come and hear the 
song on ‘‘Alexander,” find out what 
hapepned when “the ring did Alex- 
hand-her.” Have you enjoyed those 
nights when “that old gang of yours 
sang ‘Sweet Adaline’,” then COME 
OUT TO GLEE CLUB. Have you 
enjoyed those balmy summer eve- 
nings out in a canoe, gliding over 
the rippling waters, with the dis- 
tant peals of wholesome harmony 
echoing over the landscape, making 
your Eutopia complete? Have you? 
Sure! So have I. That’s why I 
come to Glee Club; that’s why I’m 
telling you to come. Don’t forget 


If you think it difficult, come | 


I'll be looking for you Sunday, right 
atten Yo Ni CovAL 


Tarked Loose 


(Continued From Page Two) 
handling money ruins more college 
careers than liquor and gambling 
combined. Over-spending, buying 
on credit, borrowing, deceiving the 
home-folks—then the inevitable ex- 


It 
everyday tragedy on Main Street. 


posure and smash-up. is an 


Test your ability by asking your 


‘ 


father to give you a cash “salary” 
in a lump sum at the beginning of 
each month. Agree with him on a 
written list of personal expenses it 
If, with this 


money in your pocket, you cannot 


is meant to cover. 


help out” before the 
month you are not old 
enough financially to turned loose 


on Main Street. 


“running 


is over, 


Question 4. Are you man enough, 
when another fellow’s answer is in 
easy reach, to fail on an exanuna- 
tion rather than obtain unlawful 
aid? In the whirl rush of the col- 
lege Main Street opportunities to 
lie and cheat are innumerable. Ii, 
when the temptation comes, you are 
too weak to resist, you are unfit for 
college, and will soon be kicked out 
by your fellow students and dis- 
graced for life. Until you can safe- 
ly be trusted with entire liberty in 
matters involving your truthfulness 
and honor, stay away from college. 
You are not yet “prepared,” what- 
ever your age, height, or “units.” 


This is a short but searching en- 
trance examination. If you cannot 
stand it, remember that for the 
weak-willed, short-sighted, and dis- 
honest, the college graveyard is 
yawning and never full. If you 
can, rejoice that from the Main 
Street of college life all roads of 
success are wide open to the self- 
controlled and energetic. 


Tigers vs. Faculty 


One evening after drill Captain 
Ott’s “man-eating” Tigres assem- 
bled the gym expecting to 
trounce the faculty in a basketball 
game. During the first quarter it 
looked as if the Faculty came back 
to beat the Tigres 28-20. 

The first quarter started off with 
a jump and the Tigres got the first 
basket. Capt. Patchel did 
good playing, but due to the drib- 
bling of Capt. Hodges and the 
shooting of Capt. Denton, the Fac- 
ulty managed to make six points in 
the first quarter. For the Tigres, 
Slemp B. and Shomo, later Boone 
for Shomo, did the staring during 
this quarter and the Tigres manag- 


in 


some 


ed to come out on top with a score 
of nine to the Faculty’s six. Thus 
ends the first quarter. 

After a brief rest, too long for 
Capt. Reveley, the second quarter 
managed to get itself under way. 
Nothing of any great importance 
took place during this period. Capt. 
Patchel was replaced by Capt. 
Roderic about the middle of the 
quarter. The quarter ended with 
one field goal and seven fouls call- 
ed. Four of these were against the 
Faculty and three against the 
Tigres. The quarter ended 13-9, in 
favor of the Tigres. 

The third quarter started with 
the Faculty handicapped because of 
the loss of a man. Capt. Denton 
had been forced to retire to coach 
his boxing team. Bovee went in 
for him and played the quarter. 
This quarter resulted in a piling up 
of scores for both sides and it end- 
ed 19-18, in favor of Tigres. 

The fourth and last quarter start- 
ed with the Faculty determined to 
win. Capt. Roderic’s place was 
taken by Bovee. Bovee had been 
replaced by Capt. Hurt previous to 
this. The Faculty had the Tigres 
held to a score of 22-23 when Capt. 
Roderic had a foul called against 
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|him and was removed from the 
igame. This gave the Tigres a two 
| minute advantage, but during this 
‘time the Faculty ran its score up 
‘to 28 points, while the Tigers re- 
‘mained at 22. Thus ended a hard 
‘fought game. Back was kind 


;enough to referee the game. 
| The original line-up was: 
Faculty Tigres 
ElOdses': Awe sa ae Rangley 
Center 
IDentontoree. 2 auceeeae S NOLO 
Left Guard 
INGVGlOyor tatoo sla <arinas Nickolas 
Right Forward 
Weodard... 22.5.6. ...slemp;, B. 
Right Guard 
1 EPTRCL Soll kare Chee PRR RA, Morris 
Left Guard 
o) 


Major and Mrs. C. S. Roller, 
Jr., Hold Reception 


Major and Mrs. C. S. Roller, Jr. 
held a reception at their home, 
“White Hall,” in honor of the mem- 
bers of the faculty who were mar- 
ried recently. Capt. and Mrs. Ott, 
Capt. and Mrs. Denton, Major, and 
Mrs. Brinkley, and Major and Mrs. 
Roller received the guests at the 
north end of the large reception 
hall of the Roller home. Later in 
the evening an excellent buffet sup- 
per was served. The reception was 
a great success and was enjoyed 
by all who were present. 

The guests at this brilliant social 
function were as follows: Col. and 
Mrs. T. J. Roller, Mrs. Ben Gried, 
Maj. and Mrs. E. M. Yates, Maj. 
and Mrs. H. A. Jacob, Maj. and 
Mrs. W. S. Robinson, Capt. and 
Mrs. Mack Yarbrough, Capt. and 
Mrs. H. D. Dean, Capt. and Mrs. 
Willford Webb, Capt. Gallagher, 
Capt. Parkins, Dr. and Mrs. J. A. 
Alexander, Miss Florance McCor- 
mick, Capt. and Mrs. Charles Chey- 
erman, Capt. and Mrs. Curry Car- 
ter, Dr. W. S. Whitmore, Mr. and 
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Mrs. Frank McCue, Mr. and Mrs. 
Cyrus McCue, Miss Mary Lewis 
McCue, Miss Mary McCue, Mr. 
and Mrs. Harry Bolling, Miss 
Bessy See, Miss Ruth See, Mr. and 
Mrs. Sam Parkins, Mr. and Mrs. 
C. B. Parkins, Miss Mary Parkins, 
Mr. Webb Brook, Mr. Dudley 
Brook, Miss Carry Dudley, Mr. and 
Mrs. C. Jerdon, Rev. and Mrs. G. 
M. McBryde, Mr. and Mrs. Frank 
Walker, Miss Mary Bell Walker, 
Miss Lucy Walker, Miss Mabel 
McCue, Mrs. W. B. Crawford, Mr. 


Will Crawford, Miss Cathrine 
Crawford, Miss Fanny Simpson, 
Miss Margret McCue, Mr. and 
Mrs. Charlie Byers, Mr. and Mrs. 


Edward Sites, Mr. and Mrs. Wal- 
ter Finley, Miss Willy Bell, and 
Grandma Canada. 

oS 


Dr. Roller 


The corps wishes to express its 
congratulations to Dr, Roller upon 
his almost complete recovery. Dr. 
Roller has not been with us since 
November first. It was on that day 
that he was taken ill with pneu- 
monia. He improved, but his iil- 
ness changed into flebitis, which 
was very serious. 


It was so serious 
that he had two trained nurses to 
look after him. He sat up for the 
first time on February fourteenth. 
Much as we like and admire Dr. 
Alexander we hope to have Dr. Rol- 
ler with us before many more days 
have gone by the board. 


‘0. 


Dancing Class to Be Started 


For the benefit of the cadets who 
do not know the great art of danc- 
ing and also for all those who 
would care to learn, Major Roller 
has selected a few cadets who excell 
in this more or less pleasant pas- 
time, to teach these men just how 
to go about dancing. 

This is the first time anything 
like this has been done at A. M. A., 
but we know it will be a big suc- 
cess. 
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The Spirit of the R.0.T.C. 


With the approach of the spring 
season it is time for us to think 
seriously of the coming Govern- 
ment Inspection. 


Augusta is now 
This 
means a lot to the school, especially 
to the R. O. T. C. This school year 
has been a very successful one in 
every department, especially in 
Academic work and athletics. The 
R. O. T. C. is just as much a part 
of the school as any other depart- 
ment. The School spirit of Au- 
gusta has always been outstanding. 
Let us all put that same spirit into 
the R. O. T. C. for without that 
spirit we can not accomplish our 
aim. “PRIDE IN ORGANIZA- 
TION” is what makes outstanding 
Military Units. We can all pride 
ourselves on having the best Junior 
R.O. T. C. Unit. If we all honest- 


ly believe this and prove our belief 


rated as an Honor School. 


by real effort, we will always have 
the best Unit. Let us make the re- 
maining time count for every min- 
ute. We must all get together and 
put the same Augusta Spirit into 
the R. O. T. C. that we put in every- 
thing else. We are proud of our 
traditions. A school without tradi- 
tions to live up to can not have the 
pride that we have. Now that we 
are already an Honor School, let us 
make it one of our traditions. With 
the co-operation of everyone we can 


make Augusta “ALWAYS AN 
HONOR SCHOOL.” Let’s Go, 
Augusta. 


0 
Capt. Denton Gives Reception 


Capt. O. L. Denton held an in- 
formal reception at his residence at 
the home of Mrs. Canada. It was 
held in honor of, for the entertain- 
ment of, and to the delight of some 
of his associate teachers here at 
Augusta. 

Among those present were : Capt. 
Dean, Capt. Hodges, Capt. Webb, 
Capt. Yates. 
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Tome vs. A.M.A. 


A. M. A. met one of the fastest 
and finest swimming teams in the 
country last Saturday night. Tome 
has always been noted for her team 
and we certainly are proud of our 
boys for their good showing. The 
final score was 40-26 in favor of 
the visitors. 

Unfortunately for us Kirn was a 
sick man and as a result lost his 
three events, which meant a lot to 
us. On finishing the 100 yard free 
style event he was completely ex- 
hausted and had to be carried from 
the pool. 

The results of the various events 
are as follows: Relay, Tome, first: 
time 145. Dives, A. M. A., 50 
yard dash, Tome: time 25.1. 220 
yards, Tome: time 2:42. 50 yard 
breaststroke, Tome: time 32.4. 50 
50 yard backstroke, Tome: time 
31.1. 100 yards, Tome: time 57.5. 

Between some of the events our 
Midget team 
against the boys from the Staunton 
Y. M. C. A. and came out victori- 
ous. 


Swimming swam 


O 


It is of interest to note that the 
artillery unit of this school has pur- 
chased six horses along with sad- 
dles and harnes. This unit will be 
coached by Major Robinson. The 
work along this line will start in 
the spring. A display will be given 
at finals for the benefit of all the 
people on the post. 


O 


The cadet corps wishes to extend 
to former Cadet Capt. Mundon, 
their congratulations upon his mar- 
riage. Mr. Mundon, who was pres- 
ent at the Mid-Winter Hop, was 
captain of Co. “D” in 1927. 


O== 


The corps wishes to congratulate 
Hugh Mathews upon the recent an- 
nouncement of his engagement. He 
is now in the second class at West 
Point. 


A.MA. vs. Greenbrier 


The A. M. A. pugilists met the 
Greenbrier fighting squad in the 
Augusta ring on Friday night, Feb- 
ruary 11. There were six speedy 
three round bouts, all of which 
were a display of the excellent 
sportsmanship of both teams. All 
the bouts were governed by the in- 
tercollegiate boxing rules. 

The results of the bouts were as 
follows: First bout, Devela, A. M. 
A.; Cook, Greenbrier; A. M. A. 
Second bout, Founds, A. M. 
A.; Mossey, Greenbrier; Founds 
got the decision. Third bout, Mc- 
Clung, A. M. A.; Walker, Green- 


wins. 


brier; McClung gets decision. 
Fourth bout, Woods, A. M. A.; 


Dotson, Greenbrier; Woods gets 
decision. Fifth bout, Powell, A. 
M. A.; Austin, Greenbrier; Powell 
gets decision by technical knockout. 
Sixth bout, Bovee, A. M. A.; Potts- 
field, Greenbrier; Greenbrier gets 
decision. 


Rifle Team 


The rifle team has been doing 
very well this year. It is difficult 
to say whether it is better than last 
year’s team or not until the com- 
parative scores come in from the 
Third Corps meet. 

The scores of the last meet are 
as follows: 


ESt— SVEN VAN, fe-s.s ous daleie sisieresorsvs fo9 
PiVI—WOOUS 4. 6ssches eos 751 
Srd— Massey... c.2cescce nes 750 
AN ——IWelS@ Ye orn ecicre were gts | oats 747 
Sh aIO et ee heart sh ete telate.cke- ae 744 
Gt — POMS crshaucien  ehspsinloesens 742 
Tih —Gopps, aM. 2 darext sp os 2 738 
St Ohis wells <vecls voles ¢ 735 
ye IN Ee Cle Oe ee 718 
10th—Brookfield, R. ......... 714 


The above named men will re- 
ceive medals for their excellent 
work. 
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Track Team Brings Honor 


Augusta 
Last Saturday night our indoor 
track team, coached by Capt. 


Woodard, went to University of 
Virginia and took third place in 
the meet between S. M. A., E. H. 
S., Fork Union, Woodberry, and 
De ME A. 

Our team consisted of only five 
men, while the other schools had 
over ten contesting. 

Bowman took first place in the 
mile. His time was five minutes 
flat. He also took third place in 
the half-mile, and did very well, 
considering that he was exhausted 
from his previous race. 

Goodwin took a first in the high 
jump, gaining an altitude of five 
feet ten inches. 

Mosley tied for third in this 
same event, jumping five feet seven 
inches. 

We wish to congratulate our 
team, which brought us honor and 
distinction even under a great han- 
dicap. 


The Post renage 


The Post Exchange, the place 
where one exchanges his hard earn- 
ed money for indigestable food 
which he places in his stomach, is 
one of the most helpful accessories 
to school life. The money which 
is taken in is used entirely for athe- 
letic purposes. 
to buy equipment for the various 
teams and to keep the present equip- 


This money is used 


You can 
well see then, why we cadets should 
patronize the Exchange. In the 
past it has not done as well as could 
be expected because the cadets have 
not been behind it. This year, how- 
ever, it is going fine and will con- 
tinue to do so if we continue to 
keep up our present interest in it. 
So let’s all join in and do our best 
to help the athletic association at 
this school. We are sure to benefit 
from it by more and better teams. 


ment in usable condition. 


Mid-Winter Hops Big 


Success 


The A. M. A. mid-winter hops, 
which were held February 14th and 
15th, were by far the biggest social 
}event of the season. They fulfilled 
all the expectations of the Cotillion 
|Club, who did a great deal of work 
to make them go over big. 

There was a large number of 
cadets among those present, and a 
good time was had by all who at- 
tended. The Virginia Cavaliers 
furnished excellent music at the 
formal dance, and the Kaydet Ram- 
blers played at the informal the 
following evening. 


Kaydet Reiblers 


This year the Kayet Ramblers 
have by far the best outfit ever 
gotten together at A. M. A. 

A large amount of interest has 
been shown this year by the mem- 
They get 
together and practice almost every 
afternoon. 


bers of our orchestra. 


Major Roller has rewarded them 
by giving them several trips to 
other schols to furnish music. 

We are very proud of our Kadet 
Ramblers this year, and hope that 
they will continue to give us as 
much fine music at our coming 
dances as they have in the past. 


@ 
Country Boy: “One forenoon I 
saw a squirrel climb a hickory tree, 
lamp a nut, and eat his luncheon.” 
City Boy: “One afternoon I saw 
a girl prime her knee, vamp a nut, 
and eat her dinner.” 

Careless Groom: ‘Sweetheart, I 
was very much embarrassed when 
you dropped your belt last evening 
at the dance.” 

Modest Bride: ‘Needless em- 
barrassment ; it was not my belt— 
merely one of my garters.” 


Qualifications for an Executive 


To be able to do the right thing 
at the right time in the right way. 

To be able to do things better 
than they were done before. 

To be able to eliminate errors and 
to be satisfied with nothing short of 
perfection. 

To be able to inspire men and to 
get results at all times, no matter 
how great the obstacles to sur- 
mount. 

To be able to hire someone to do 
all these things, for which you will 
get the credit, and on whom you 


may lay the blame if anything goes 


wrong. 
—B. J. O'DONNELL, in Judge. 
—_——o———— 
ZAT ALL? 


“Mother, may I go out to pet?” 
“Yes, my darling daughter ; 

Wear your watch; and don’t forget 
To wind it, as you oughter!” 


People who live in glass houses 
shouldn’t play strip-poker. 


“Lips that touch liquor shall 
never touch mine’’—unless he’s a 
fifty-fifty sport. 

Little Girl: 
great big ship, way, way, way out 
on the ocean.” 

Little Boy: “You didn’t do no 
such thing, storks don’t follow 
ships, them was just sea gulls.” 


“T was born on a 


“What happened to the whale 
when it cast up Jonah?” 
“The poor fish lost its bearings.” 


NO, BUT— 
“Did you ever see a naughty 
movie make a woman flee?” 
“No, but I’ve seen a naughty 
flea make a woman movey.” 


Mrs. Plump: “Why have you 
been sending me such small eggs?” 

The Grocer: “Why, madam, you 
see, | heard that you were anxious 
to reduce.” 


THE A. M. A. BAYONET 


Opportunity 


By WALTER MALONE 


They do me wrong who say I come no more, 
When once I knock and fail to find you in; 
For every day I stand without your door, 
And bid you work, and rise to fight and win. 


Wail not for precious chances passed away, 
Weep not for golden ages on the wane! 

Each night I burn the-records of the day— 
At sunrise every soul is born again! 


Laugh like a boy at splendors that have fled, 

To vanished joys be blind and deaf and dumb; 
My judgments seal the dead past with its dead, 
But never bind a moment yet to come. 


Though deep in mire, wring not your hands and weep ; 
I lend my arm to all who say “I can’; 
No shame-faced outcast ever sank so deep 

But he might rise and be again a man! 


Dost thou behold thy lost youth all aghast ? 
Dost reel from righteous retribution’s blow? 
Then turn from blotted archives of the past, 
And find the future’s pages white as snow. 


Art thou a mourner? Rouse thee from thy spell; 
Art thou a sinner? Sins may be forgiven; 
Each morning gives thee wings to fly from hell, 
Each night a star to guide thy feet to heaven. 


